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Cologne. The Cathedral. The great glory of Co¬ 
logne and the most magnificent Gothic Edifice in the 
world. The foundation stone was laid in 1248 and 200 
years was taken for its erection. Early in the 19 th century 
extensive restoration works were commenced and in 1880 
the cathedral was completed. It is 570 feet long and 200 
feet wide. The he : ght of the roof is 200 feet and the 
Western Towers are 515 feet high. 
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